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UNCLASSIFIED 

PAGE 01 STATE 140460 

63 

ORIGIN EUR- 12 

INFO OCT-01 ISO-00 ERDA-07 FEA-01 ACDA-10 CEQ-01 CIAE-00 
DOTE-00 EPA-04 HEW-06 HUD-02 INR-07 INT-05 L-03 

NSAE-00 NSC-05 NSF-02 OIC-02 PA-02 PM-03 PRS-01 

SAJ-01 OES-05 SP-02 SS-15 TRSE-00 USIA-15 /112R 

DRAFTED BY EUR/RPM:ECAMPBELL 
APPROVED BY RUR/RPMDTRLLFRN 
EPA:FAHARRIS (SUBS) 

ERDA:PJODOIN (SUBS) 

060282 

P 162040Z JUN 75 

FM SECSTATE WASHDC 

TO AMEMBASSY PARIS PRIORITY 

UNCLAS STATE 140460 

E.O. 11652: N/A 
TAGS: CCMS, ENRG 

SUBJECT: CCMS: GEOTHERMAL PILOT STUDY NON-ELECTRICAL 
USES CONFERENCE, JUNE 25, 1975 

REE: A) STATE 138704, B) PARIS 14903, C) HARRIS- 

COOGAN TELCON, JUNE 16, 1975 

1. JACK HOWARD, CCMS NON-ELECTRICAL USES PROJECT HEAD, HAS 
REQUESTED THAT USERDA-SPONSORED COCKTAIL RECEPTION BE HELD 
OUTSIDE KLEBER BLDG IF POSSIBLE. REASON IS NOT ONLY 
FINANCIAL LIMITATIONS. HOWARD FEELS CHANGE OF ATMOSPHERE 
AFTER FULL DAY IN KLEBER BLDG WILL BE BENEFICIAL TO CONFER- 
ENCE, AND WOULD LIKE TO GET DELEGATES TO CONVENIENT LOCATION 
NEARBY. 

2. US DELEGATION TO CONFERENCE WILL ALSO CONSIST OF C. 
UNCLASSIFIED 
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HAS MADE OWN ARRANGEMENTS EOR TRAVEL TO AND STAY IN PARIS. 

3. OGLE ACCEPTS RESERVATION AS CONFIRMED REFTELB. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: GEOTHERMAL ENERGY, ENERGY, MEETINGS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 40460 

Document Source: CORE 

Document Unique ID: 00 

Drafter: ECAMPBELL 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750209-0907 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750646/aaaabpnm.tel 

Line Count: 64 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 138704, 75 PARIS 14903 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 MAR 2003 by PhilliR0>; APPROVED <13 FEB 2004 by greeneet> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCMS: GEOTHERMAL PILOT STUDY NON-ELECTRICAL - USES CONFERENCE, JUNE 25, 1975 
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